To:  Martinez,  Maria[Martinez. Maria@epa.gov];  McCoy,  Meiinda[McCoy. Meiinda@epa.gov] 

From:  Garcia,  David 

Sent:  Fri  8/7/201 5 4:02:36  PM 

Subject:  FW:  iOC  record  at  PWSs  on  Animas  and  San  Juan 

fyi 

David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 

Follow  EPA  Region  6 


From:  Brown,  Jamesr 

Sent:  Friday,  August  07,  2015  10:18  AM 

To:  McCasland,  Mark;  Restivo,  Angela;  Garcia,  David;  Foster,  Althea;  Crossland,  Ronnie 
Subject:  IOC  record  at  PWSs  on  Animas  and  San  Juan 


Hi  Mark, 

Can  you  do  a SDWIS  data  pull  on  the  PWSs  along  the  Animas  and  San  Juan  in  NM  for  lOCs? 
That  will  give  is  some  historical  perspective  for  water  quality. 
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Thanks, 

Jim 

Sent  from  my  Windows  Phone 
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